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SUBJECT (EDITORIAL) INDEX 


Listed below are the major acticles and items of information that appeared in the 1971 issues. They are classified 
according to general categories. The issues are numbered consecutively through the year, and the pages in each 
issue appear in the small boxed item below. The names of most of the associations and organizations appear in 
the listing as initials; initials are explained in bold face, page 351. 


ACCREDITATION 
see also ASSOCIATIONS 

Accred. Bur. Med. Lab Schools: approves 
25 schools, 1064; commissioner F. Jen- 
sen, 1224 

Accred. study health profess./Common- 
wealth Fund grant (Dr. Dickey): 47 

AMA accred. Gradwohl: 1362 

AMT accred. bur. move (Hugh Woosley): 
601 


Auerbach report: 38-43 


ANIMAL CARE/LEGISLATION/ 

RESEARCH 

Animal dis. agency trans. (Dr. 
Humphrey) 346 

Animal exhibit supervis.: 170 

Animal law support (Ont.): 309 

Animals in school sc. proj.: 967 

Animal transplants, Georgetown U.: 854 

Animal Welfare Legis., Cong.: 594 

Shift to local agcy. opposed: 1242 

Anti-vivisect. FRAME: 967 

Armadillo for leprosy res.: 1522 

Lab ame in animal res., U. Oxford: 
1522 


G. L. 


Mini-pig (Hormel Inst.) for res.: 1522 
NASA space monkey: 174 

Rabbits top res. animals: 594 

Snakes as lab animals: 622 

Syrian hamsters for res.: 626 

Wildlife imports: 762 


ASSOCTATIONS-ORGANIZATIONS- 

COMMITTEES 

AEMB: annual conf., 330; sponsors conf., 
1516 

American Academy of Clin. Toxicolo- 
gists: emergency room studies, 952 

AAAS: militant protesters, 472; sc. free- 
dom, 970 

AAB: profic. test. serv. pgm, 602; annual 
mtg, 1082 

AABB: exhibit display, 64; train. survey, 
204; donors stamp, 442; conv., 1340; 
hepatitis test req., 1341; awds, 1342; 
hemat. rep., 1471; donor campaign, 
1482; hepatitis test, 1518 

AACC: joint mtg w/CSCC, 1192; awds, 
1193; new exhibit policy, 1148 

AALAS: annual session, awds, 62; titles 
chg., 601 

AAPB: elect offic., gold-headed cane 
awd, 600 

American Assoc. of Physicians Assis- 
tants: new org., 1084 

ABCC: train. pgms, 876; cert., 1194 

American Board of Med. Microbiology: 
ethics code, 1219 

ACS: Pensions for Professionals, 324; 
sal., 574; awds, 602; environment 
cleanup, 717; sal. study, 976; chemists’ 
sal., 1196; awd to Chemical Education 
Div., 1242 

ACLA: new group, 952; new org., 1061 

ADA: health screen. pgm, 296 


MARCH 1972 
“& (Circle 56 on Reader Service Card) 


AHA: recruitment, 208; moratorium, 
306; rebuttal, 309; costs, 610; survey, 
616; mbrshp growth, 980; conv., 1376 

— Humane Assoc.: animal use, 


AIBS: SI units, 592 

AIC: stand against unions, 47; offic., 
980; new treas., 1470 

American Management Assoc.: overseas 
bus., 736 

AMA: sponsors health care study, 47; 
moratorium, 306; rebuttal, 309; med. 
educ. cong., 464; adv. pgm, 591; task 
force, 1097; fee opinion, 1196; Council 
accred. pgm, 1362 

AMT: schol., 204; leadership mtg, 330; 
Eastern Dist. sem., 476; Great Lakes 
Dist. sem., 476; new admin., Hugh 
Woosley, 601; Golden Microscope awd, 
602; train. aids, 992; annual conv., 
1062; Golden Microscope awd, 1064; 
— accred., 1064; schol. to students, 


American National Red Cross: hepatitis 
test., 466 

ANSI: SI symbols, 880 

AOA: osteopathic report, 602 

American Osteopathic College of Pa- 
thologists: offic., 64 

APHA: new symbol, 170; lab section 
papers report, 210; chairmen ap- 
pointed to lab council, 591 

ASBC: annual mtg, 980 

ASCB: placement serv., 1376 

American Soc. of Clin. Oncology: new 
pres., Dr. Kenneth Olson, 1084 

ASCP: see also ASCP/CAP new educ. 
center, 80; suit dismissed, 442; Black 
Man’s Army, 456; Philip Levine Awd 
paper, 486; registry exam, 713; educ. 
center, 738; new educ. center, 968; 
new med. tech. serv. director, Robert 
Gertz, 980; free courses, 1102; sc. 
writers wkshp, 1486 





1971 Issues 


Issues Pages 
January 1- 138 
February 139 - 270 
March 271- 406 
April 407 - 540 
May 541- 676 
June 677 - 804 
July 805 - 920 
August 921 - 1028 
September 1029 - 1158 
October 1159 - 1304 
November 1305 - 1436 
December 1437 - 1566 











ASCP/CAP: AMHT panel, 200; autopsy 
session, 350; interim mtg, 440; mtg, 
714; annual mtg, 1466; awds, 1471 

ASC: mtg, awds, 326 

ASEP: mtg, awd, 976 

American Soc. for Hospital Education & 
Training: new soc. of AMA, 602 

ASIM: qual. control study, 177; Peer 
Eval. Pgm, 1491 

ASMT: mgmt sem., 76; suit dismissed, 
442; self-assessment pgm, 618; census 
contract, 846; Region X sem., 866; an- 
nual mtg, 950; lab census data, 967; 
collective bargaining, 1077; awds 
plans, 1084; census, 1370; lab calcula- 
tions manual, 1519 

ASM: rapid meth., 214; mtg, awds, 844; 
status of women, 1066; trends in 
teach., 1097; susceptibility test., 1104 

ASTM: form forensic group, 328; offic., 
1228 

Arizona Med. Laboratory Assoc.: conv. 
awds, 476 


.AAMI: devices leg., 462; comp. lab sys., 


604; offic., 978 

Assoc. of Clin. Biochemists: new honor- 
ary sec., 58 

Assoc. of Official Analytical Chemists: 
Wiley awd, 1224 

ASAHP: sponsors health care study, 47; 
—e mbrshp, 208; annual mtg, 
8 

Assoc. of Schools of Public Health: new 
pres., Herschel Griffin, MD, 740 

ASTPHLD: mtg, 566 

Biomedical Engineering Soc.: bioengi- 
neering impact, 726 

CAB: letter to ed., 8; sal., 320; Key Lec- 
ture, 328; new exec. sec., Charles Em- 
ery, 868; Beattie Lecture, 978 

CAMLIT: sal., 574; labor bargain., 602; 
lab reps, 980; withdrawal plans from 
ASMT, 1320; mtg, 1496 

CMA: AMA mbrshp, 453; auto. views, 
982 

Calif. State Soc. American Med. Tech- 
nologists: election, 64 

Canadian Assoc. of Pathologists: 
offic., 600 

CSCC: joint mtg w/AACC, 1192 

CSLT: train. credits, 865 

= Hospital Assoc.: new offic., 
1 


new 


Committee on Biological Information: 
new British group, 61 

CAP: see also ASCP/CAP; Quality As- 
surance Serv. (QAS), 195; Black Man’s 
Army, 456; workload report, 591; 
lab inspection, 740; workload report, 
1080; aids project HOPE, 1084; pre- 
pare SNOP, 1196; workload values, 
lab physicians fed., 1218; lay owner- 
ship opposed, 1224; comp. study, 1379; 
forensic autopsies, 1384; purchase 
comp. facil., 1512 
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Index - 1971... 


Conference on Engineering in Medicine 
& Biology: mtg, 1516 

CPHLD: mtg, 88; mgmt symposium, 92; 
Kimble Awd, 174; Kimble Awd nomi- 
nations, 320; mtg, Kimble awd, 1490 

Consulting Chemists Assoc.: form regis- 
try, 177 

Council of Community Blood Centers: 
reorganized, 1064 

Council of Europe: train. stds, 61; adopt 
regs, 182 

Empire State Assoc. of Med. Technolo- 
gists, Inc.: schol., 1388 

FASEB: biology conf., 738; British ex- 
hibit, 862; new exec. dir., Dr. Eugene 
Hess, 1084 

FACSS: new org., 320 

FASHP: current status, 86 

Florida Soc. of Med. Technologists: 
educ. survey, 476; med. tech. week, 
980 

Fund for Replacement of Animals in 
Med. Experiments: new org., 967 

HSMET: new, group, 1098 

IEEE: conf., 330 

ILAR: files stock data, 881 

IMLT: phys. techs, 862; new vice chair- 
man, F. J. Baker, 865; 13th triennial 
conf., awds, 1222; accept phys. techs, 
1500 

IAP: elect offic., 600 

IAMLT: joins WHO, 862; mbrshp, 865 

International Committee of Hemostasis 
& Thrombosis: mtg, 596 

ICSH: Munich mtg, 596 

International Health Evaluation Assoc.: 
new org., 609 

ISCLT: cash awds, 64; offic., awds, 1228 

ICHLS: personnel study, 174; mtg, 1480 

ICPI: residencies directory, 1480; recruit. 
bkIt, 1487 

ISA: educ. serv., 76 

Japan Microscope Manufacturers’ 
soc.: microscope export, 744 

Laboratory Suppliers Assoc. of Canada: 
new org., 1237 

Maryland Soc. of Med. Technologists: 
retrain. course, 1384 

National Academy for Health Inservice 
Education: new org., 80 

NAS: “physician’s assistants,” 208; lab 
academy, 846; new members, 1376; 
full-time Institute pres., 1388 

National Commission on Accrediting: 
sponsors health care study, 47 

NCCML: new name, 62; schol. awd, 874; 
profic. exam, 1066; refresher courses, 
1101; loan & schol. source, 1219; mili- 
tary train., 1487 

NCCLS: Spring mtg, 854; complete first 
std., 1215 

National Committee to Save Our Schools 
of Health (SOS Health): new org., 876 

NEMA: Joseph F. Miller, new pres., 338 

NHC: health forum, 570; new offic., 1496 

National League for Nursing: lic. mora- 
torium, 974 

NRCC: chem. accred., 853; cert., 1194 

NRC: plasmapheresis guidelines, 96; 
hepatitis report, 988 

NSF: new press offic., Jack Renirie, 974 

NSTA: facil. study, 348 

NSMR: Animal Welfare Act, 1242 

New York Academy of Sciences: mari- 
juana session, 986 

ORNL: GO Analyzer, 1519 

Ontario Humane Soc.: animal law sup- 
port, 309 

ORSA: Health Applications section, 356 

PAABS: first internat. mtg, 180 

Physicians Health Congress: new cong., 
591 

Polish Soc. of Laboratory Diagnostics: 
soc. activities, 182 

SAMA: mtg, 54; USSR mission, 862; an- 
— mtg, 868; awds, std. activities, 
121 


As- 


350 


Soc. for Computer Medicine: new soc., 


SNMT: home study course, 616 

Vermont Soc. of Med. Technologists: 
career day, 1522 

WAPS: silver anniversary cong., 58 


AUDIOVISUALS — FILMS 

Audio chem. course, ACS: 83 

Audio tapes — chemists: 86 

Biochem. mtg film avail.: 486 

Personalities and Medicine — Med. 
Techs, films and TV: 952 

Tutor. cassettes, instr.: 76 

Kidney film: 1242 

Video cassettes — German MDs: 61 


AWARDS — HONORS 
see also Associations 

Bertner Found. awd: 554 

CompliMentioning Dr. 
1492 


William Levin: 


Exhib. awds to teenagers: 1241 

Illinois (IACL) awds: 1082 

Industry awd to U. Wis.: 354 

Leukotactic factor res. awd to Dr. Peter 
Ward: 1241 

Nat. Medal Sc. awd to Dr. Sabin: 573 


BLOOD BANKING 

see also ASSOCIATIONS, LEGISLA- 
TION, RESEARCH & METHOD- 
OLOGY (Hepatitis) 

Auto. Bl. Serv., New York City: 335 

Bl. freez. lic. Mass. Gen. Hosp.: 568 

Component Ther. Inst., human bl. re- 
source. in U.S.: 714 

Exercise for smoking donors: 622 

Fed. leg. bl. bks: 1482 

Hepatitis test, ANRC bl. pgm, 466; req. 
approved by AABB, 1341; HAA-test 
screen. donor bl., (negligence suits); 
1518-1519; trans. hepatitis liability, 
N.Y. trial court, 175 

Irwin Memorial Bl. Bk.: anniv., 1219; 
wkshp, 626 

Nat. Bl. Resources Pgm pilot study: 1366 

Plasmapheresis guidelines; data: 96 

Precious tissue, bl. film: 1384 

Texas bl. law (SB 534) on transient 
donors: 1368 

Trans. hepatitis liability, New York trial 
court: 175 

Brit. bl. donor proc.: 6i 


BOOK REPORTS 

AUTHORS — EDITORS 

Benarde, M. A.: Disinfection: 241 

Beneke, E. S.; Rogers, A. L.: Medical 
Mycology Manual: 1136 

Boorman, K. E.; Dodd, B. E.: Introduc- 
tion to Blood Group Serology: 1136 

Brooke, M. M.: see Melvin 

Browning, D. R.: Chromatography: 730 

Cotlove, E.: see Krieg 

Dick, E. A.: see Snell 

Dodd, B. E.: see Boorman 

Dvorak, J.; Rubeska, I.; Rezak, Z.: 
Flame Photometry: 894 & 897 

Faulkner, W. R.; King, J. W.: CRS Man- 
ual of Clinical Laboratory Procedures. 
2nd ed.: 1546 

Glick, D.: Methods of Biochemicai Anal- 
ysis, Vol. 19: 1412 

Gordon, M. A.: see Hazen 

Graber, C. D.: Rapid Diagnostic Meth- 
ods in Medical Microbiology: 897 

Greenwalt, T. J.; Jamieson, G. A.: For- 
mation and Destruction of Blood 
Cells: 1006 

Gunstone, F. D.: Topics in Lipid Chem- 
istry. Vol. I.: 1136 

Harte, R. A.: see Sober 

Hayat, M. A.: Principles and Techniques 
of Electron Microscopy: Biological 
Applications. Vol. I: 1135 

Hazen, E.; Gordon, M. A.; Reed, F. C.: 
Laboratory Identification of Patho- 
genic Fungi Simplified. 3rd ed.: 245 

Hershey, M. S.: see Krieg 

Houtsmuller, A. J.: Agarose-Gel-Elec- 


trophoresis of Lipoproteins: a Clinical 
Screening Test: 245 

Institute of Laboratory Animal Re- 
sources of National Research Council 
& American College of Laboratory 
Animal Medicine symposium: Animal 
Models for Biochemical Research III: 
241 

Jamieson, G. A.: see Greenwalt 

Jensen, K. G.; Killmann, S. A.: Aspects 
of Inflammation I and II: 1278 

Johnson, T. J.: see Krieg 

Killmann, S. A.: see Jensen 

King, C. J.: Separation Processes: 1006 

King, J. W.: see Faulkner 

Kosakai, N.: Illustrated Laboratory 
Techniques: 239 

Krieg, A. F.; Johnson, T. J.; Hershey, 
M. S.; McDonald, C; Cotlove, E.: Clin- 
ical Laboratory Computerization: 652 

Lundsgaard-Hansen, P: Anatomie, 
Physiologie, Pathophysiologie, A 
Textbook for Medical Technologists: 
1278 

McDonald, C.: see Krieg 

Melvin, D. M.; Brooke, M. M.: Labora- 
tory Procedures for the Diagnosis of 
Intestinal Parasites: 114 

Manwell, R. D.: Introduction to Proto- 
zoology. 2nd ed.: 519 

Melvin, D. M.; Brooke, M. M.: Morphol- 
ogy of Diagnostic Stages of Intestinal 
Parasites of Man: 114 

Olney, S. T.: see Snell 

Olson, R. E.: Methods in Medical Re- 
search. Vol. 12: 1135 

Reed, F. C.: see Hazen 

Rezak, Z.: see Dvorak 

Rogers, A. L.: see Beneke 

Rubeska, I.: see Dvorak 

Sharp, J. T.: Role of Mycoplasmas and 
L Forms of Bacteria in Disease: 894 

Slayter, E. M.: Optical Methods in Bi- 
ology: 114 

Sloss, M. W.: Veterinary Clinical Para- 
sitology: 897 

Snell, W. H.; Olney, S. T.; Dick, E. A.: 
A Glossary of Mycology: 894 

Sober, H. A.; Harte, R. A.; Sober, E. K.; 
Handbook of Biochemistry: Selected 
— for Molecular Biology. 2nd ed.: 

Sober, E. K.: see Sober, H. A. 

Steere, N. V.: Handbook of Laboratory 
Safety. 2nd ed.: $52 

Thompson, R. B.: A Short Textbook of 
Haematology: 243 

Weiss, F. T.: Determination of Organic 
ccc Methods and Procedures: 
1136 

Woodrow, J. C.: Rh Immunization and 
Its Prevention: 1278 


BOOK REPORTS 

SUBJECTS 

Agarose-Gel-Electrophoresis of Lipo- 
proteins: A Clinical Screening Test: 
Houtsmuller: 245 

Anatomie, Physiologie, Pathophysiol- 
ogie, A Textbook for Medical Tech- 
nologists Lundsgaard-Hansen: 1278 

Animal Models for Biomedical Research 
III. Proceeding of symposium: 241 

Aspects of Inflammation I and II. Jen- 
sen, et al: 1278 

Chromatography: Browning: 730 

Clinical Laboratory Computerization: 
Krieg, et al: 652 

Determination oi Organic Compounds: 
Methods and Procedures: Weiss: 1136 

Disinfection: Benarde: 241 

Flame Photometry: Laboratory Practice: 
Dvorak, et al: 894 

Formation and Destruction of Blood 
Cells: Greenwalt, et al: 1006 

Glossary of Mycology (revised edition): 
Snell, et al: 894 

Handbook of Biochemistry: Selected 
Data for Molecular Biology. 2nd ed.: 
Sober, et al: 519 
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Handbook of Laboratory Safety. 2nd 
ed.: Steere: 652 

Illustrated Laboratory Techniques: Ko- 
sakai: 239 

Introduction to Blood Group Serology. 
4th ed. Boorman, et al.: 1135 

Introduction to Protozoology. 2nd ed.: 
Manwell: 519 

Laboratory Identification of Pathogenic 
eo Simplified. 3rd ed.: Hazen, et 


Laboratory Procedures for the Diagnosis 
= an Parasites: Melvin, et al: 


1i 

Medical Mycology Manual. 3rd ed. Ben- 
eke et al: 1136 

Methods in Medical Research. Vol. 12: 
Olson: 1135 

Methods of Biochemical Analysis, Vol. 
19: Glick: 1412 


Morphology of Diagnostic Stages of In- 
porery Parasites of Man: Melvin, et 
al: 11 

Optical Methods in Biology: Slayter: 114 

Principles and Techniques of Electron 
Microscopy: Biological Applications. 
Vol. I.: Hayat: 1135 

Rapid Diagnostic Methods in Medical 
Microbiology: Graber: 897 

Rh Immunization and Its Prevention. 
Woodrow: 1278 

Role of Mycoplasmas and L Forms of 
Bacteria in Disease: Sharp: 894 

Separation Processes: C. J. King: 1006 

Short Textbook of Haematology. 3rd ed. 
Thompson: 243 

Topics in Liquid Chemistry. Vol. I: 
Gunstone: 652 

Veterinary Clinical Parasitology. 4th 
ed.: Sloss: 891 


BUSINESS 
see also Manufacturers and Suppliers 
Med. electr. mkt growth: 614 
European jab mkt expansion by Dr. J. 
Diggs: 1090; 1230 
Trade mission to USSR: 862 


CAPITAL REPORTS 

Health sys. change, admin. and AMA 
vs Labor; blood contr. law; health 
train. law: 48-52 

PHS; Medicare lab rates; lab cert.; in- 
tegr.; future: 184-188 

Safety law; inspectors needed; health 
budget; UML vs SSA: 298-305 

Health ins. plans, Nixon vs senators; 
_— impact; lab expense cover.: 444- 
45 

Accred. pgms; school guidelines; devices 
bill; Dr. Jay Reibel: 576-580 


Key To Initials Of Associations 


AAAS: American Association for 
the Advancement of Science 
AAB: American Association of 
Bioanalysts 

AABB: American Association of 
Blood Banks 

AACC: American 
Clinical Chemists 

AALAS: American Association for 
Laboratory Animal Science 

AAMA: American Association of 
Medical Assistants 

AAMC: Association of American 
Medical Colleges 

AAMI: Association for the Ad- 
vancement of Medical Instru- 
mentation 

AAPB: American Association of 
Pathologists and Bacteriologists 

ABCC: American Board of Clin- 
ical Chemistry 

ACHEMA: Ausstellung fiir Chem- 
isches Apparatewesen 

ACIL: American Council of In- 
dependent Laboratories 

ACLA: American Clinical Labora- 
tory Association 

ACS: American Chemical Society 

= American Dental Associa- 
tion 

AEMB: Alliance for Engineering 
in Medicine and Biology 

AFIP: Armed Forces Institute of 
Pathology 

AHA: American Hospital Associa- 
tion 

AIBS: American Institute of Bio- 
logical Sciences 

AIC: American Institute of Chem- 


American Medical Associa- 


Association of 


ists 

AMA: 
tion 

AMT: American Medical Tech- 
nologists 

AMWA: American Medical Writ- 
ers Association 

ANSI: American National Stand- 
ards Institute 

AOA: American Osteopathic Asso- 
ciation 

APHA: American Public Health 
Association 

ASAHP: Association of Schools of 
Allied Health Professions 

ASBC: American Society of Bio- 
logical Chemists 

ASC: American Society of Cytol- 


ogy 

ASCB: American Society for Cell 
Biology 

ASCP: American Society of Clin- 
ical Pathologists 
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ASEP: American Society for Ex- 
perimental Pathology 
SIM: American Society of In- 
ternal Medicine 

ASM: American Society for Mi- 
crobiology 

ASMT: American Society of Med- 
ical Technologists 

ASTM: American Society for 
Testing and Materials 

ASTPHLD: Association of State 
& Territorial Public Health 
Laboratory Directors 

ATCC: American Type Culture 
Collection 

AVDA: American Venereal Dis- 
ease Association 

AVMA: American Veterinary 
Medical Association 

BMA: British Medical Association 

CAB: California Association of 
Bioanalysts 

CAMLT: California Association of 
Medical Laboratory Technolo- 
gists 

CAP: College of American Pa- 
thologists 

CAPHLD: California Association 
of Public Health Laboratory Di- 
rectors 

CFBS: Canadian Federation of 
Biological Societies 

CMA: California Medical Asso- 
ciation 

= Council on Medical Educa- 
tion 

CPHLD: Conference of Public 
Health Laboratory Directors 

CSCC: Canadiaa Society of Clin- 
ical Chemists 

CSLT: Canadian Society of Lab- 
oratory Technologists 

EDPRESS: Educational Press As- 
sociation of America 

FACSS: Federation of Analytical 
Chemistry & Spectroscopy So- 
cieties 

FASEB: Federation of American 
Societies for Experimental Bi- 
ology 

FASHP: Federation of Associa- 
tions of Schools of Health Pro- 
fessions 

HIBAC: Health Insurance Benefits 
Advisory Council 

HMOs: Health Maintenance Or- 
ganizations 

HSMET: Health Systems & Med- 
ical Engineering Technology 
Committee 

IAMLT: International Association 
of Medical Laboratory Technol- 
ogists 


IAP: International Academy of 
Pathology 

ICHLS: Intersociety Committee 
on Health Laboratory Services 

ICPI: Intersociety Committee for 
Pathology Information 

ICSH: International Committee 
for Standardization in Hematol- 


ogy 

IEEE: Institute of Electrical & 
Electronics Engineers 

IFCC: International Federation of 
Clinical Chemists 

ILAR: Institute for Laboratory 
Animal Resources 

IMLT: Institute of Medical Lab- 
oratory Technology (England) 

= Instrument Society of Amer- 
ica 

ISCLT: International Society of 
Clinical Laboratory Technolo- 


gists 

JCAH: Joint Commission on Ac- 
creditation of Hospitals 

NAS: National Academy of Science 

NASW: National Association of 
Science Writers 

NCCLS: National Committee for 
Clinical Laboratory Standards 

NCCML: National Committee for 
—e in the Medical Labora- 
ory 

NCMTE: National Council on 
Medical Technology Education 

NEMA: National Electrical Manu- 
facturers Association 

NHC: National Health Council 

NLRB: National Labor Relations 
Board 

NRC: National Research Council 

NRCC: National Registry in Clin- 
ical Chemistry 

a National Science Founda- 
ion 

NSMR: National Society for Med- 
ical Research 

NSTA: National Science Teachers 
Association 

ORNL: Oak Ridge National Lab- 
oratory 

ORSA: Operations Research So- 
ciety of America 

PAABS: Pan-American Associa- 
tion of Biochemical Societies 

SAMA: Scientific Apparatus Mak- 
ers Association 

SNM: Society of Nuclear Medicine 

SNMT: Society of Nuclear Med- 
ical Technologists 

WAPS: World Association of (An- 
atomic and Clinical) Pathology 
Societies 
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Index - 1971 ... 


Justice Dept. vs Abbott re AUS-tect: 
fed. laws biol. & new drugs; FDA kit 
role: 718-725 

CDC anniversary; labs at FDA; asst 
HEW sec. Dr. Egeberg replaced by Dr. 
DuVal: 856-860 

UML re-survey; manual for lab survey- 
ors: 954-961 

HMOs; Nixon, Kennedy, 
H.R.1; UML fails cytol. 


1072 

UML cytol. case: 1198-1211 

NBS lab capab. study; diagnostics, FDA 
or CDC? Courtland (Abbott) lab suit; 
UML reinstatemt; post-freeze eco- 
nomics: 1346-1352 

National Health Insurance; Phase Two; 
Comm. on Health Servs Industry list: 


1474-1478 


Wilbur Mills; 
stds: 1070- 


COSTS 

Army hosp. cost lower than civil.: 

Carrier cost, N.Y.: 974 

Centralized purchas. 
So. Calif.: 481 

Coll. educ. cost study: 350 

Cost of printing; postal: 1172 

MD’s lab costs recognized: 1196 

Freeze effect on bioclin. lab: 1048 

Group Health Coop. Puget Sound cuts 
costs: 338 

Health bill rise: 1091 

Health care chgs survey: 

Health care costs: 1092 

Hosp. costs, high payrolls: 610 

Hosps. O.P. lab work charges: 614 

Incl. charges cut hosp. admin. costs: 1237 

Lab cost probe, Calif.; senate hear.; 
Medi-Cal propos. revis.: 34-36 

Lab expend. survey, L.W.: 1234 

Lab fees: 1048 

Lab test & bill proc.: 284 

L.A. Hosp. Med. Center, 
manual tests: 286 

Med. care cost index, Health Economics 
Research Center, U. Wis.: 442 

N.Y. Medicaid — withdrawal of blood 
fee: 972 

Pipets cost study, Fla: 481 

State lab directors, budget analysis: 92 


1064 


pgm Hosp. Counc. 


1219 


cost for auto, 


EARTHQUAKE 

Earthquake: hosp. damage, 312; lab 
safety precaut., 315; precautions for 
prone areas, 853; faults map, 852 


ECOLOGY 

Ecology: legis. 319; chem. indus., 717; 
sewage plant analysis, 990; warning, 
1246 


EDUCATION/TRAINING 
see also PUBLICATIONS, 
MANUFACTURERS & SUPPLIERS 

Adv. degree pgm Cert. Med. Reps Inst.: 
1379 

Allied health educ. control: 464 

Allied health internshps, S.U.N.Y., Buf- 
falo: 1388 

Allied Health Prof. grant to Calif. State 
Coll. for MS pgm in microbiol.: 354 

Allied Health Prof. teacher educ. grant, 
U. II.: 1480 

Analyt. Chem. supp. 
Applications: 762 

Applications for Internat. Acad. Cytol. 
registry exams: 1504 

Approv. nuc. course, N.M.: 753 

ASTM slide rule, & metric convers. 
structions: 1104 

Biomed. elec. course: 876 

Biomed. engin. careers: 563 

Biomed. eng. & tech. train.: 1101 

Bur. Health Mnpwr grant to St. John’s 
U., N.Y. med. tech. MS pgm: 1470 

CDC lab courses: 1242 

Center for Health Sciences Bd of Visit- 
ors ordered for U. Wis.: 974 


Annual Reviews- 


in- 
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Civ. & military train., Armed Forces, 
AMA: 1097 

Clin. lab for high school chemists: 1493 

Core curric. for Coll. of Health, Cleve- 
land State U.: 1493 

Creative sc. pgm, N.Y.U.: 204 

Degree jobs candidates: 1241 

Dial Access Library, Wis.: 354 

Forensic path. train.: 1384 

Free courses med. lab instructors: 1102 

Growth indus. & exec. seminars: 982 

Health careers train. pgm, Project 
HOPE Navajo reserv.: 1084 

Health inservice education, National 
Academy for Health Inservice Educ. 
(NAHIE): 80 

Health Sys. and Med. Eng. Tech. Com- 
mittee to train med. eng., Calif.: 1098 

Health train. educ. assistance, fed. 
funds: 204 

Intermed. metab. contr./winter school, 
Miami School Med. (Dr. Harkness): 
881 

Internat. Pharm. & Med.-Tech. Exhib., 
German Conf. Med. Prog., Berlin: 
1088 

Loans & schol. health studies list: 1219 

Med. lab tech. curric., Ulster County, 
N.Y.: 592 

Minority schol. Ford Found.: 1102 

Nat. Reg. Clin. Chem. equivalency for 
exper. admit to clin. chem. exam.: 
853 

Nat. sc. policy, C. H. Linder: 594 

Nat. Translation Center: 876 

Peer eval. pgm PEP: 1491 

Physician’s asst courses, Stanford, Calif.: 
750; School for assts & techs ap- 
proved, Mo. 753 

Prof. exam. serv., Dr. L. Terris: 1101 

Puerto Rico clin. educ. jr coll. students: 
616 

Radiol. course Ohio hosp.: 1388 

Se. degree course at Ill. Inst. Tech.: 83 

Teaching Tools: 76; 204; 344; 616; 750; 
874; 1097; 1384 

Tech. Educ. Res. Center (TERC) Cam- 
bridge, Mass. interim report II: 481 

Tuition-free courses: 1102 

U. Wis. dept. path. changes course: 350 

Vets train U. Tex. PH School: 1388 

Volunteers aid tech retrain., Md: 1384 


FOREIGN 

Med. tech. train., Canada, college in- 
ternships proposed by A.N.C. Delaat, 
ART: 348 

Canad. health study shows McGill su- 
perior to Montreal & Laval: 594 

MLT train. stds, Europe: 61 

Three-year lab course, Netherlands: 862 


GOVERNMENT — FEDERAL 
see also LEGISLATION, CAPITAL 
REPORTS 

AEC isotope prod. to priv. firms: 614 

CDC: hemat unit, report profic. test., 
490; lab mgmt consult. sect., lab div. 
survey, 566; lab census, 967; mail. 
container std, Jesse Norman, chief, 
1214; CLIA 1967 (interstate), Ohio 
path. sued, 568; see also 563; policy on 
Govt reg. reagents, kits, & devices, 
FDA, 716; see also Capital Report, 
718; FDA kit role, 721; drug test. 
pract., 1078 

FDA Advis. Comm. Anti-infect. Drugs 
(Kirby-Bauer meth.): 1104; see also 
CDC; Bur. Radiol. Health to FDA, 
1388 

Fed. Water Qual. Admin., 
analysis: 990 

Health Corps phase-out: 1491 

HEW: Health Fac. Planning & Construc. 
Serv. of HSMHA renamed to Health 
Care Facility Service (HCFS), 441; 
HSMHA officials, 853; E. Richardson, 
HEW sec. reports HMO grants, 1196; 
Bur. Commun. Envir. Mgmt and Nat. 
Inst. Occup. Safety & Health to 
HSMHA, 1388 


sewage plant 


NAS: Nat. Acad. Health labs, 846; new 
members, 1376; Inst. Med. pres. Dr. 
Hogness, 1388; H. A. Perkins, MD, 
hemat., rep. AABB at NAS Div. Med. 
Sc., 1471 

Nat. Center Health Serv. Res. & Dev., 
health care survey: 1219 

NBS: new std ref. mats (D-glucose), 
626; other, 1110 

NIH: res. hosp., 878; appropr. report, 
1216; tech. mgmt train. grant fr. NIH 
Div. Allied Health Mpwr: 1384 

PHS, more chlorine: 982 

RMP funds: 614 

U.S. Army: wants prev. med. & sr. med. 
lab specialists, 750; drug abuse pgm, 
1232; Fort Detrick res. lab declared 
surplus, 1218 

U.S. Dept. Commerce estab. Nat. Tech. 
Info Serv.: 76 

ORNL: high resol. analysis conf., 878; 
sewage analysis, 990; tox. info. re- 
sponse center, biol. div. ORNL, 1196 

U.S. Fed. Gov.: largest employer sc. & 
eng., 336; surplus Gov. property to 
states, 1379 

VA ann. report: 967 

VA train. head, M. L. Phillips: 346 


GOVERNMENT — FOREIGN 

AUSTRALIA: Res. Grant Comm., 1088 

CANADA: Ont. Res. Found./Canad. 
Gov., 865; Que. Gov. seeks health 
funds, 1088 


HEALTH CARE 

End of solo pract., (Boggs): 974 

Health care deliv., Neb.: 1196 

Health Care Services, central authority: 
478 

Health care serv. Spring Garden Com- 
munity Serv. contract with Hahne- 
mann Med. Coll. & Hosp.: 594 

Indian Health Serv, field labs: 

New health care terms: 1172 


HEALTH INSURANCE 
see also CAPITAL REPORTS 

Ins. indus. role in health care crit.: 1082 

Nat. Health Ins.: discuss. Sen. Javits, 66; 
analysis of 10 acts, 744 (see also Cap- 
ital Reports) 


HEALTH MANPOWER 
see also PUBLICATIONS 

Autopsy assts: 350 

Bl. bk. & hemat. train. needs: 204 

Eng. in Med. & Biol. Conf.: 1516 

Fed. health hiring: 296; disadvantgd, 974 

Health careers club sem., Vt: 1522 

Health mpwr: educ., lic., cert., profic. 
test., 424; Nat. Health Forum, 570; 
rap sessions, 573; hosp. force, 970; 
microbiol. needs panel, 1097 

Physician’s asst: NAS, 208; pgms, 344; 
new Civ. Serv. jobs, 346 

70-hr work week, week off for chem. 
lab techs, Latter-day Saints Hosp. 
Salt Lake City: 967 

Supervis. chems shortage (see Medi- 
care): 43 

Vets employmt: REFERRAL agency, 
952; in civil. health jobs, 1218 

G.B.: Nat. Health Serv. employmt, Brit., 
865; lab tech. sal. raise, 865 


INSTITUTIONS/UNIVERSITIES 

Loma Linda U. Hosp. name chg. to 
L.L.U. Med. Cent.: 86 

Marquette U. School Med. 
Med. Coll. of Wis.: 76 

Standford Res. Inst.: 1080 

U. Wis. pgm, child. tests; sc. courses: 83 


INSTRUMENTATION 

Automation: — Drug-screening equip.: 
1048;Multielement analyzers assessed, 
(Dr. Laessig): 1388; Obsolete equip. in 
hosps: 1379; Auto. Test./Servs: 195, 
200, 604, 1508; Lab auto. needed (Dr. 
Gambino): 609 


renamed: 


LAB WORLD 





Computers:—Comp., Palo Alto linked to 
Paris: 182; Comp. direct., So. Calif.: 
198; Comp. serv. hosp. lab, Kansas 
City: 198; Comp. data (Bac-Data) to 
hosp.: 198; Comp. ($2 million) at 
Bowman-Gray School Med.: 198; 
Comp. role in cardiol., Beckman: 202; 
Corning comp. terminal: 211; Comp. 
cytol. consult.: 326; Comp. monitor 
sys., crit. ill: 358; Comp. sys. lauded, 
crit.: 606; Comp. labs funded by NIH: 
609; ANSI/comp. data proc. symbols: 
880; Comp. sys. study for CAP: 1379; 
Lab comps survey (R. Moss): 1508; 
Lab comp. use: 1514 


JOURNAL-EASE 
Animal Care/Research: 220; 994; 1250 
Bacteriology (see also Microbiology): 
235-238; 378-381; 628-630; 765; 994- 
997; 1112-1118; 1250-1252; 1390- 
1392; 1524-1526 
Anaerobes: 236 
Antibiotics: 236; 378; 628; 994; 1112; 
1390 
Bacteriuria: 378; 628; 765; 1524 
Enteric Bacteria: 236-237; 378; 381; 
628; 765; 1112; 1115; 1252; 1390; 
1392; 1524 
Gram-Negative Bacteria: 237; 381; 
628; 996; 1251; 1392; 1524 
Gram-Positive Bacteria: 238; 381; 628; 
630; 996; 1524 
Mycobacteria: 508-509; 1115; 1251 
Mycoplasma: 238; 997; 1251 
Neisseria: 238; 765; 997; 1115; 1251; 
1392; 1524; 1526 
Staphylococci: 630; 997; 1115 
Streptococci: 630; 997; 1115; 
1251-1252; 1526 
Blood Banking: 360-364; 630-634; 1252- 
1256; 1392-1399 
erent 360; 630; 1252; 
139 
Components: 360; 630; 1252; 1256; 
1392; 1394 
Donors: 630; 1256 
Grouping/Typing: 360; 1394 
Plasmapheresis: 360 
Preservation: 630; 632; 1256 
Storage: 632; 1394; 1399 
Transfusion: 360; 364; 632; 634; 1256; 
1399; (Replacement) 634; (Transfu- 
sion Hepatitis) 634 
Clinical Chemistry: 103-107; 220-226; 
364-366; 494-498; 634-639; 765-774; 
997-1004; 1118-1121; 1256-1268; 
1399-1405 
Blood Gases: 220; 1118 
Carbohydrates: 220; 494; 634; 765-766; 
998; 1118; 1256 
Drug Assay: 222; 770; 998; 1118; 1258; 
1399-1400 
Electrolytes: 222; 494; 634; 766; 998; 
1118; 1258; 1400 
Enzymes: 103; 222; 224-225; 494; 496; 
634; 766; 770; 998-1000; 1118; 1120; 
1258; 1400 
496; ‘634; 


Hormones: 
1258; 1262; 


1118; 


103; 225-226; 

770; 772; 1000; 1120; 

1400; 1403 

Lipids: 103; 105; 226; 636; 772; 1000; 
1002; 1120; 1262 

Liver Function: 226; 636; 1262 

Metabolites: 496; 636; 638; 772; 1002; 
1262; 1403 

Non-Protein Constituents: 496; 774; 
1002; 1121; 1262; 1403 

Proteins: 105- 106; 364; 638; 774; 1004; 
1121; 1264; 1266; 1403 

Thyroid Function: 106; 1004; 1121; 
1266; 1403-1404 

Toxicology: 106; 366; 638-639; 774; 
1004; 1266 

Trace Elements: 107; 366; 496; 498; 
639; 1004; 1266; 1268; 1404 

Vitamin Assay: 107; 498; 1004; 1121; 
1268 

Miscellaneous: 107 
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Ecology: 366 
Genetics: 226-230; 498-502; 
1528 


Health Care: 366; 639-640; 1122; 1268 
Cost: 366 
Miscellaneous: 366 
Health Education: 366; 368; 372; 640- 
642; 1122 
Forensic Science: 372 
Health Insurance: 642 
Health Legislation: 642 
Health Manpower: 372-373; 642; 1270 
Health Screening: 642; 1122 
Hematology: 107-111; 502-506; 644-648; 
886; 1122-1126; 1270-1273; 1405- 
1408 
Bone Marrow: 1122; 1405 
Coagulation: 107- 108: 502; 504; 644; 
886; 1122; 1125; 1270; 1272; 1405; 
1407 
Diseases: 504; 1125 
Erythrocytes: 108; 110; 504; 506; 644; 
886; 1125-1126; 1272; 1407 
— 110; 506; 644; 648; 1126; 
Leukocytes: 111; 506; 648; 1126; 1272- 
1273; 1407-1408 
Histopathology: 230-231; 886-889; 1273- 
1275; 1528-1532 
Cytology: 230-231; 886-888; 1273-1275; 
1528; 1531 
Embedding: 888 
Fixation: 231; 1531 
Sectioning: 231 
Staining: 1275; 1532 
Miscellaneous: 888-889 
Immunology: 231-235; 373-374; 
1130; 1532-1536 
Antigen/Antibody: 231; 373-374; 1126- 
1127; 1532; 1534 
Gamma Globulins: 374; 1127 
Immune Defect: 231; 234 
Immune Globulins: 374; 
1534-1535 
Immunoassay: 374; 1128-1129; 1536 
Immunochemistry: 234 
Immunodiffusion: 1129 
Immunoelectrophoresis: 374 
Immunofluorescence: 1129 
Rheumatoid Factor: 234-235 
Transplantation: 889-890; 1129-1130 
Instrumentation: 111-112; 235; 374-378; 
774-776; 1130-1132; 1275-1277 
Apparatus: 774; 1275 
Accessories: 374; 774; 1275 
Atomic Absorption: 111-112 
Automation: 112; 376; 1275-1276 
Automation/Computer Systems: 235 
Chromatography: 235; 376; 774; 776; 
1276 


Computers: 235; 376; 776; 1276-1277 
Electron Microscopy: 235 
Electrophoresis: 1277 
Methods: 1130 
Microscopy: 378; 1132; 1277 
Osmometry: 378 
Mycology: 509 
Nuclear Technology: 
1536-1538 
Iodine: 509; 1132; 1536; 1538 
Isotopes: 509-511; 1132 
Parasitology: 511-513; 1277 
Malaria: 513; 1277 
Quality Control/Proficiency Testing: 
513-515 
Safety: 381; 1408 
Serology: 515-516; 1408-1410 
Syphilis: 516; 1408; 1410 
Urinalysis: 890; 1410 
Transplantation: 889-890; 1129-1130 
Virology: 381; 516; 648-650; 776-778; 
890-893; 1538-1544 
Arbovirus: 516; 891 
Echovirus: 516 
Hepatitis: 648; 650; 891-892; 1538-1544 
Herpes: 650; 892-893 
Infectious Mononucleosis: 650 
Influenza: 381; 778; 893 
Lupus Erythematosus: 650 


1004; 1526- 


1126- 


1127-1128; 


509-511; 1132; 


Myxovirus: 650 

Rabies: 776 

Respiratory Virus: 650 
Rubella: 516; 778 

Tumor Virus: 381; 650; 778 
Vaccinia: 516 

Rickettsia: 516 


LAB ORATORS 
ee 8; 148; 278; 418; 932; 1042; 


LAB WORLD COVERS 

(Jack Siebel, Los Angeles) 

January: Cover design introducing 1971 

February: Heart within a heart 

March: Exposed interior of microscope. 
Photograyh courtesy of Corning Glass 
Works, Corning, N.Y. 

April: Abstract glassware 

May: Formula on blackboard 

June: Test tube design 

July: Flasks in abstract design 

August: Array of test tubes in profusion 
of light 

September: Antiquated lab equipment 

October: Abstract design of alchemy 
symbols 

November: Abstract design of electronic 
testing equipment 

December: Holiday theme—ecology 


LEGISLATION—FEDERAL 
see also CAPITAL REPORTS 

FDA: National Health Related Items 
Code (NHRIC), 295; kit regs, 295; 
committee studies, 721 

FDA or CDC for contr. of reagents, kits, 
ee also med. devices: 

Fed. requir. for cytol. labs, 
CLIA and Medicare regs: 

Hosp. lab regs (JCAH): 294 

Lead poisoning control guidelines (Dr. 
J. Steinfield): 992 

Med. devices legis.: debate (Dr. C. Ed- 
wards), 462; symp., 592; kits, reagents, 
464; kit reg., (letter), 932 

Medicaid abuse, HEW reg.: 594 

Nat. Environ. Policy Act (Pub. Law 91- 
190), Council on Qual.: 319 

PHS act extension emerg. fund: 43 

Product Liability Laws (PLP-71): 717 

Student loans: under Higher Educ. Act. 
of 1965, 350; title 45, part 177, 442 


LEGISLATION—STATE 

Interstate labs lobby: 1061 

State legis. roundup (personnel, labs, bl. 
trans., billing): 972 

CALIF: lab cost probe; Medi-Cal; truth 
in lab billing; 3 laws, AB1717 (1970), 
AB947 (1969), SB702 (1970): 34-36; 
CMA and AMA, 453; Caiif. Dept. 
Health Care Serv./Medi-Cal and 
CMA’s RVS, lab fees, 319; Calif. Food, 
Drug Law incl. health devices, 592; 
Revision Calif. Clin. Lab. Act, Bodily, 
Schaeffer, 1097; Truth-in-billing law 
(Langsam), 418; repeal bill, 453; State 
health plan, 978 

GEORGIA: State Board of Health, lab 
lic. laws: 973 

MISSOURI: see UTAH 

NEW HAMPSHIRE: Supreme Court, il- 
legal arrest makes alcohol bl. test in- 
admiss., 453 

NEW YORK: direct billing repeal, 173; 
letter, 933; direct billing covers out- 
of-states, 1219; billing-law suit Met- 
path/N.Y. State, 1368 

N.Y.C. Health Dept. to jurisdict. of N.Y. 
State: 962 

SOUTH CAROLINA: lab results inad- 
miss. hearsay, 1196 

UTAH, MISSOURI: 


revis. to 
714 


opinions on MD- 
operated diag. labs, 456 

WISCONSIN: drunk driver suspects lab 
tests: 988 
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Index as 1971 eee 


LEGISLATION—FOREIGN 
Reg. diag. products, Council of Europe: 


BELGIUM: bl. tax defeated, 717 

CANADA: techs hosp. dispute, 182; lay 
ownershp labs opposed, 1224; legis. 
against Dr-owned labs, Ont., 61; organ 
transpl. legis., Ont., 967; decade of soc. 
med. reviewed, 1088 

GREAT BRITAIN: Brit. Commn on In- 
dus. Relations negot. rights to Assoc. 
Se., Tech., & Mgmt staffs, 182; PH 
lab serv. growth, 736; Scottish Home 
& Health Dept to estab. version of 
Hosp. Sc. Serv. proposed in Zucker- 
man report, 596; Zuckerman report 
recommend., Scotland, 1222 


LICENSURE 

Moratorium, lic. health occup.: 286; 
AMA and AHA, 306; CDC officers 
(Drs. Brooke & Hicks), 309; nurse lic., 
974 

Report on Lic. & Rel. Health Personnel 
Credential. (P.L. 91-519) Richardson, 
HEW: 1484 

FOREIGN: 
Regist. med. lab techs, U.K.: 315 


LITIGATION 
see also BLOOD BANKING 

Antitrust suits: ASMT vs ASCP dis- 
missed, 442; Immuno-Science Corp. vs 
Baxter Laboratories, 1091 

Consent decree--Travenol vs Scientific 
Laboratories, Inc.: 985 

Interstate Law viol., U.S. Dept. Justice 
vs Automated Medical Services, Ohio: 
453; dismissed, 952 

Negligence suit for delaying slides: 592 

Photocopy royalties litig., Williams & 
Wilkins vs NLM and NIH library: 346 

Trade secrets litig. (Calif.) Hyland vs 
ICL Industries: 478 


LETTERS FROM ABROAD 
Europe, Dr. A. E. Rappoport: 598; 1086 
Nairobi, Dr. M. J. Pickett: 735 


MANUFACTURERS & SUPPLIERS 

Abbott Laboratories: supply lines, 288; 
429; stock report, 66; debentures, 482; 
fed. suit, 1350 

Abbott Radio-Pharmaceuticals: 
lines, 1330 

Abbott Scientific Products: supply lines, 
831; 938; 1050; 1180; 1456; newly 
formed, previously Courtland, 335; 
hepatitis test lic., 481 

Ace Scientific Supply: supply lines, 156; 
to distrib. serodiagnostics of Omega 
Diagnostics, 192 

ADL Systems: supply lines, 1185 

Advanced Management Research: indus. 
growth, 982 

Affiliated Medical Enterprises: supply 
lines, 1326; acq. Crest Labs, 615 

AGA Corp.: open house w/Metropol. 
Path. Lab presenting AGA Autochem- 
ist, 192; forms Auto-Chem Instrument 
AB, 872 

Alconox: letter to ed., 932 

A. S. Aloe Co.: offers catalogs to mu- 
seum, 610 

Aloe Medical: supply lines, 1050; 1180 

Alpha Medical Laboratories: letter to 
ed., 418 

Alpkem Corp.: mfg plant, Salt Lake 
cae 1092; mfg plant, Midland, Mich., 

American Biomedical Corp.: supply 
lines, 1330; common shares increase, 
new directors, 872; SEC stock regis- 
tration, 1092; acq. revision list, 1234; 
opens lab in Abilene, Tex., 1380; govt 
sales agrmt, 1505 

American Hoechst: supply lines, 1454 


supply 
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American Hospital Supply Corp.: supply 
lines, 826; 1454; stock report, 66; op- 
tion to acq. Hospital Computer Cen- 
ter; mfg agrmt w/American & West- 
ern Gear; developed “Clini-Card” w/ 
Instrumentation Labs, 192; div. agrees 
to leasing agrmt w/Telco, 1092 

American Instrument Co.: supply lines, 
938 

American Medical Enterprises: stock re- 
port, 66 

American Medical Systems: merg. w/ 
Finalysis terminated, 615 

American Medicorp: mutual fund, 1380 

American Optical: supply lines, 1053 

American Sterilizer: supply lines, 1330; 
stock report, 66 

Ames Co.: supply lines, 156; 288; 556; 
698; 1050; 1180; 1326; 1454; radioiso- 
tope wkshp, 348 

AML International: AMHTS lab in Or- 
lando, Fla., 1380 

AMR International: seminar, 66 

Analytab Products: supply lines, 
1050 

Armour Pharmaceutical: direct mktg of 
therapeutics, 342; films on bl., 1384 

— Laboratories: hosts students, 
149 

Automated Health Systems: supply lines, 
1185; Eastern regional office, 985 

Automated Medical Services of Ohio: 
interstate violation, 453; dismissal of 
charges, 952 

J. T. Baker: supply lines, 156; 1185; 
1454; acq. Uni-Tech Chemical Mfg Co., 
70; new facil., 192; acq. cancer test 
rights, 1092 

Batik Wine & Spirits: to acq. outstand- 
ing stock of 6 hospitals, 872 

Bausch & Lomb: supply lines, 156; 1053; 
1180; stock report, 66; custom instr. 
devel. serv., 615 

Baxter Laboratories: supply lines, 23; 
432; 831; 1050; stock report, 66; sales 
rights to Groupamatic, 482; litig., 1091; 
facil. in Ireland, 1505 

Beckman Instruments: supply lines, 18; 
156; 432; 698; 826; 938; 1185; 1326; 
stock report, 66; forms Clin. Instr. 
Div., 69; mktg for Spectra-Physics, 
482; moves diag. branch, 612; Nat. In- 
dustrial Services as leasing arm, 615; 
forms Science Essential Co., 1238 

Becton, Dickinson: supply lines, 18; 826; 
1050; 1180; 1454; stock report, 66; land 
donation, 70; to acq. Hynson, Westcott 
and Dunning, 748 

Becton-Dickinson Div.: supply lines, 
1185 


432; 


Behring Diagnostics: telephone consul- 
tation, 748 

Bel-Art Products: new logo, slogan, 1505 

Bendix Commercial Service Corp.: opens 
serv. center, 70 

Biochemical Procedures: supply lines, 
429; drug test. contract, 1232 

Bio-Dynamics: supply lines, 556 

Bio-Dyne Laboratories: supply lines, 
1053 

Biolar Corp.: acq. Roller-Smith balance 
line, 748 

Biomedical Development Corp.: supply 
lines, 1456; acq. Hudson County Bio- 
Analytical Lab, operates Center for 
Lab Medicine, 70; complete acq. of Dr. 
Thomas S. Harvey Bio-Analytical 
Labs, 342; stock split, 872 

Biomedical Resources Corp.: 
lines, 698 

Biometric Testing, Inc.: 
stock of K. G. Labs, 872 

Bionetics Research Laboratories: supply 
lines, 429; AAALAC accred., 482 

BioQuest: supply lines, 429; 558; 696; 
1454; letter to ed., 933; 1322 

Bio-Science Laboratories: supply lines, 
696; acq. Pathology Associates, 70 


supply 


acq. outstd. 


BioSciences Information Service of Bio- 
logical Abstracts (BIOSIS): supply 
lines, 1053 

Bio/Systems: consolidates to Vernitron 
Medical Products, N.J., 985 

Bio-Tec, Inc.: supply lines, 696 

Block Engineering: nat. leasing pgm, 70 

Blood Bank Management Corp.: central 
comp. sys., 335 

BMC, Inc.: supply lines, 1454 

Boehringer Mannheim: supply lines, 556; 
establishes adv. subsidiary, BMC, Inc., 
192; sign cooperative sales & mktg 
agrmt w/Electro-Nucleonics, 342; 
opens Monreal office, distributing 
agent in San Juan, 1238 

Boeing Computer Services: comp. sys., 70 

— & Hamilton: bl. bk. study, 
1366 

Bristol Laboratories: Bac-Data sys., 198 

Calbiochem: supply lines, 18; 938; 1180; 
forms pharm. div., 748; move to La 
Jolla, Calif., 872 

CAMAG Ince.: Wis. facil., 482 

Canadian General Radiology Co. Ltd: 
new factory, 482 

Cenco Instruments: supply lines, 1326; 
acq. Todd Equipment Leasing Co., 872 

Cenco Medical/Health: supply lines, 18; 
432; 1050 

Centaur Chemical Co.: clin. mkt, 744 

Century Data Systems: contract from 
Randolph Computer Corp., 342 

Charles River Breeding Labs: acq. Al- 
levemento Lombardo Animale da Lab- 
oratorio, Italy, 482; agrmt to acq. Sci- 
entific Products Farms Ltd. (SPF) and 
Canterbury Biological Laboratories 
Ltd (CBL), England, 1380; expands 
breeding facil., 1505 

Chemed Corp.: forms Medical Diagnostic 
Serv. Div., 1505 

Chemtron Corp.: forms med. prod. div., 

85 


Chrometrics Laboratories: new screen., 
lab, 1238 

City of Kingston Laboratory: 
study, 592 

Clay Adams: supply lines, 698; 938; 1454 

Geo. D. Clayton & Associates: to be acq. 
by Marlennan Mgmt Systems, 872 

Clayton Div., Marshall Electronics: sup- 
ply lines, 1185 

Colab Laboratories: Auxotab, 748 

Coleman Instruments Div., Perkin-El- 
mer: supply lines, 1326 

Compagnie Generale de Radiologie: acq. 
med. prod. div. of Westinghouse Elec- 
tric Corp., 342 

Computa-Lab: Puerto Rico office, 482 

Computer Communications, Inc.: new lo- 
cation, 748 

Computer Methods Corp.: propose to 
acq. CAMD Systems, 1238 

Convalariums of America: acq. of Amer- 
ican Medical Corp. terminated, 482 

Corning Glass Works: supply lines, 291; 
698; 826; 1053; develops machinable 
glass-ceramics, 338; acq. maj. interest 
in Diagnostic Research, 342 

Corning Data Systems: comp. terminal, 
211 

Corning Scientific Instruments: supply 
lines, 1330 

Creative Strategies, Inc.: med. lab instr. 
indus. study, 748 

Curtin Scientific: supply lines, 432; 698; 
1180; letter to ed., 8; wkshp w/Ferm- 
co, 219; instr. exhibit, 1505 

Cybermedix Ltd: expand health screen. 
centers, 612 

Cybertek: supply lines, 156, 826; narcotic 
detection system, 358; drug screen., 
1106; Army contract, 1238 

Dade: supply lines, 23; 1326; 1456; educ. 
sem., 876 

Damon: supply lines, 698; 831; 1185; 
1330; acq. Pasco Med. Labs, Mason- 
Barron Path. Labs, Vineland Labs, 70; 


curric. 
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acq. Derrick, Carleton & Jones, PA, 
342; N.Y. Stock Exch., 748; acq. Leh- 
man, Foley & Schermer, P.A., and 
Ideal Instrument & Mfg Co., 985; acq. 
Harris Labs, 1237 

Damon Charitable Foundation: 
money, 1196 

Dappatex Corp.: supply lines, 291 

DB Biochemical Laboratories: European 
lab mkt, 1090; lab mkt, part II, 1230; 
test kits, 1238 

Diagnostic Research: supply lines, 429 

Diagnostic Sciences: supply lines, 432; 
air tran. test results, 70; acq. Tuggle 
Medical Lab, 985; acq. Caldwell Med. 
Lab, 1092 

Difco: new div. in England, 872 

Digital Equipment Corp.: supply lines, 
1326; serv. of Tennecomp Systems to 
Canada, 748 

Doctors’ Clinical Laboratory: letter to 
ed., 1042 

Dow Chemical: stock report, 66; annual 

report, 192 

Dun & Bradstreet: pollution survey, 70; 
forms Industrial Affiliations Service, 
336; pub. bus. guide, 338 

E. I. du Pont de Nemours: awd, 1242 

EDP Medical Computer Service: 
billing & rec. serv., 872 

Electro-Nucleonics: supply lines, 18; 288; 
696; sign coop. sales & mkt agrmt w/ 
Boehringer Mannheim, 342 

Electro-Nucleonics Labs: supply lines, 
831; 1053; cancer res., 615 

ElKay Products: new location, 1092 

E M Laboratories: new E. Merck sub- 
sidiary, 338 

Environmenta! Sciences Associates: sup- 
ply lines, 429 

Envirotech Corp.: acq. Infotronics In- 
strument Corp., 615 

Esta Medical Laboratories: enters med. 
diag. field, 70 

Evendale Personal Health Center: Cin- 
cinnati MPHT center, 985 

Extendicare (Canada) Ltd; acq. Hamil- 
ton Med. Lab, propose to acq. North 
York Diagnostic Lab Centre Ltd. and 
North York X-Ray Centre Ltd., 1238 

Fanning Enterprises: forms new div., 482 

Farrand Optical Co.: supply lines, 556; 
move mktg & eng. dept. to Valhalla, 
N.Y., 872 

Fermco: wkshp w/Curtin Scientific, 219 

Finalysis: merg. w/American Medical 
Systems terminated, 615 

Robert S. First: European survey, 182; 
nat. health ins. report, 744; instr. sur- 
vey, 1092 

— Scientific: supply lines, 432; 556; 
831 


lecture 


lab 


Fiske Associates: supply lines, 1456; new 
FI/SOL product line, 1380 

Food & Drug Research Laboratories: 
supply lines, 831; 1053; agree to lease 
Health Service Systems facil. to NA- 
KART Labs, 1505 

Forma Scientific: supply lines, 1330 

Frost & Sullivan: analysis report, 606 

Gelman Instrument Co.: supply lines, 
826; 1454; bank financing, 1505 

General Diagnostics: supply lines, 18; 
291; 429; 556; 558; 1330 

General Electric: new bldg, 1092; forms 
Medical Systems Div., 1505 

General Health Services: offices in N.Y., 
Chicago, & San Francisco, 985; plans 
to acq. Path-Labs, Inc., 1380 

General Science Corp.: supply lines, 432; 
938; opens sales & serv. center, 342 

Generics Corporation of America: Euro- 
pean lung cancer detection kits, 865 

Gentec Hospital Supply: supply lines, 
156; 291; 429; 831; 1330; acq. assets of 
Surgical Equipment Co., 985 

Godax Laboratories: mkt agrmt w/Har- 
leco, 1505 

Golden Age Medical Industries: acq. Ed- 
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Gradko Glass Laboratories: supply lines, 
1326; 1454; expands facil., 1238 

Gray Industries: supply lines, 938; ster- 
ilization technic, 1108 

GYN Cytology & Pathology Associates: 
formed by Metropolitan Pathology 
Services and GYN Cytology Unit, 192 

Hach Chemical Co.: forms Hach Diag- 
nostics, 872 

Frederick Haer & Co.: new co., 482 

Hamilton Co.: supply lines, 429 

Hamilton Mfg Co.: supply lines, 1050 

= supply lines, 698; exhibit awd, 


Harris Mfg Co.: supply lines, 1456 

Healthcare Corp.: supply lines, 156 

Health Service Systems: new screen. 
center, 609 

Heinicke Instruments: new location in 
Ore. for Fla. facil., 70 

Helena Laboratories: supply lines, 698 

Hemoline: supply lines, 156 

Honeywell: regional centers, 342 

Honeywell Test Instruments Div.: sup- 
ply lines, 288 

Howmedica, Inc.: terminate 
agrmt w/G. D. Searle, 748 

Hyatt Corp.: merges w/Setco, Inc., 872 

Hycel: supply lines, 156; 288; 432; 556; 
938; 1454; cell recog. sys. contract w/ 
Nuclear Research Associates, 342; con- 
trib. to ASMT filming, 952; terminates 
acq. agrmt w/Nuclear Research As- 
sociates, 985; propose to acq. T & T 
Technology, 1092; terminate agrmt to 
acq. T & T Tech., 1505 

Hyland: supply lines, 938; 1180; litig. 478 

ICL/Scientific: supply lines, 23; 556; acq. 
Scientific Labs, 69; litig., 478; consent 
decree, 985 

Immuno-Science Corp.: litig., 1091 

Infotronics: supply lines, 23; contract for 
readout systems for GC for Perkin- 
Elmer, 192; sells Infotronics Instru- 
ment Corp. to Envirotech Corp., 615 

Instrumentation Laboratory: supply 
lines, 288; 696; 1053; 1456; new corp. 
ID, 482 

Integrated Medical Services, Ltd: health 
care mgmt serv., 744; Michigan hos- 
pital, 872; propose to acq. Central 
Labs, 1238; acq. Central Labs, 1380 

Inter-American Laboratory Service: let- 
ter to ed., 1042 

International Equipment Co.: supply 
lines, 1053; name chg. to Damon/IEC 
Div., 1505 

International Micro-Optics: U.S. dis- 
tributor for Jenoptik Jena G.m.b.H., 
Germany, 1380 

International Pharmaceutical & Medi- 
— Exhibition: Berlin conf., 
08 

IPCO Hospital Supply Corp.: supply 
lines, 18; 291; 1050; new mfg & distrib. 
complex, 615 

Isolab: new facil., Norton, Ohio, 342 

J. Lloyd Johnson Associates: comp. 
study, 1379; comp. report, 1508 

Johnson & Johnson: stock report, 66 

Kallestad: supply lines, 558; 938; 1053; 
1454; eval. hepatitis test, 69 

Kay-Fries Chemicals: supply lines, 556 

Kimble Glass Company of Toledo: 
Methodology Award, 320 

Kimble Products: supply lines, 558 

Lab-line: new logo, 192 

Laboratory for Chromatography of Bay- 
side: drug screen., 1106 

Laboratory Instrument Exchange (La- 
bex): supply lines, 556; 558; 1053; new 
sec. for pub., forms appraisal div., 70; 
London exhibit, 865 

Landsverk Corp.: acq. California Ca- 
viary, 482 

Leasequip Corp.: to operate new div., 
Bankalease, 872 


merger 


Lederle Laboratories: supply lines, 18 

Liberty Leasing: equip. survey, 1379 

Arthur D. Little, Inc.: air-pollution an- 
alysis, 481 

Lab-Tek Products: 696; 
1053; 1330 

— Industries: supply 1053; 
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The London Co.: supply lines, 288; 831 

McCann-Erickson: med. info. pgm, 591 

Walter C. McCrone Associates: new R & 
D complex, 748 

Mallinckrodt Chemical Works: supply 
lines, 826; acq. Serosonic Labs, Inc., 
1092; acq. Diagnostic Sciences, 1238; 
thyroid test, 1379 

Manley Management & Marketing Serv- 
ices: med. electr. report, 614 

Marlennan Management Systems: to acq. 
George D. Clayton & Associates, 872 

MC/B Manufacturing Chemists: chem. 
center, 1092 

Medelco: supply lines, 432; 1454 

Medesco: surveyor, 961 

Medical Analytics: supply lines, 558; acq. 
Prospect Clin. Lab, Physicians & Sur- 
geons Clin. Lab, Abel Labs, Sunnyside 
Med. Labs, Heights Diag. Lab, Park 
Med. Lab, Paterson Diag. Lab., 190; 
acq. Med. Lab of Northwest N.J., Tuc- 
son Med. Labs, Beverly-Sheridan Labs, 
615;acq. Richmond Hill Medical Lab, 
872; forms lab mgmt serv., acq. Com- 
puter Requirements, 1092; propose to 
acq. CMA Labs, 1238 

Medical Data Systems Corp.: 
lines, 291 

Medical Laboratory Automation: supply 
lines, 938 

Medical Services Div., TFI Companies: 
propose to acq. Central Diagnostic 
Lab, 1238 

= International: supply lines, 

05 

MEDICUS Corp.: operation contract w/ 
Rush-Presbyterian-St. Luke’s Medical 
Center, 872 

— prod. radioactive mat., 

E. Merck, AG: new subsidiary, E M 
Laboratories, 338 

Merck Sharp & Dohme: stock report, 66; 
govt contract for vac., 70 

Merz & Dade: symposium, 1086 

Metabolic, Inc.: supply lines, 432; acq. 
Allied Bio-Science, 70 

MetPath: billing violation, 1368 

Metrix: supply lines, 288 

Metropolitan Pathology Laboratories: 
chg. name to MetPath, 872 

Micro-Biotrol Co.: new div. of Griffith 
Labs, 615 

Micromedic Systems: supply lines, 432; 
1050; 1180 

Micron Instruments: common 
qualify for Calif. trading, 615 

Millipore: acq. Waters Associates, 70 

Morton Research: pub. mkt report, 336 

Nalge Co.: supply lines, 1330 

Nalgene Labware Div., Nalge Co.: sup- 
ply lines, 18; 291 

Narco Medical Services: formed by Nar- 
co Scientific Industries, 342 

Narco Scientific Industries: supply lines, 
556 

National Blood Service of Philadelphia: 
Warner-Chilcott awd, 872 

National Cancer Cytology Center: Presi- 
dent (Ayre), granted patent for in- 
strument, 192 

National Industrial Services: 3-for-2 
stock distrib., 615 

National Medical Enterprises: to acq. 
Chico Commun. Memorial hosp., 872 

National Medical Products Corp.: merg. 
w/Acmatic Industries (renamed—Na- 
tional Medical Products), 192 

Nationwide Pension Planning: new phy- 
sicians tax serv., 1380 


supply lines, 


lines, 


supply 
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New England Reagent Laboratory: new 
locale, 1238 

New York Laboratory Supply Co.: Long 
Island facil., 482 

Norton Company: 696; 
1326; 1456 

Nuclear-Medical Laboratories: 
lines, 432 

Nuclear Research Associates: to furnish 
med. lab with 312-Cyto-screener, 1505 

Nuclear Systems: distrib. for Mecaserto 
line, 482 

Ohio Medical Products: new locale, 482 

Orion Research: supply lines, 156; NASA 
contract, 1238 

Ortho: supply lines, 18; 23; 156; 291; 432; 
556; 558; 826; 831; 1050; 1053; 1185; 
1330; 1456; radio conf., 80; TV train., 
478 

Owens-Illinois: supply 
report, 66 

Oxford Laboratories: supply lines, 429; 
new bldg, 1092 

Packaging Components Industries: merg. 
w/Visual Data Corp., 1238 

Pall Corp.: supply lines, 1053, 1180 

Pathologists’ Service, P.A.: acq. 
clin. data system, 202 

Perkin-Elmer: supply lines, 556; 1326 

Pfizer Inc.: supply lines, 698; stock re- 
port, 66; exhibit, 335; lab assistants 
train., 753 

Pfizer Diagnostics: supply lines, 23; 696; 
1326; exhibit awd, 335 

Pharmacia Laboratories: supply lines, 
1180; enters diag. field, 748 

Pharmetrics: genetic stmt, 481 

Philips Electronic Instruments: sales & 
serv. centers, 1505 

Photometric Data Systems: 
sitometer data serv. center, 

Pilling Co.: supply lines, 558 

P-L Biochemicals: supply lines, 1180 

Plough, Inc.: to become subsidiary of 
Schering-Plough Corp., 482 

Polychem: supply lines, 556 

Propper Mfg Co.: supply lines, 1180 

Radio-Pharm. Products Div., Abbott 
Labs: supply lines, 291; 831 

Ralston Purina: stock report, 66; comp. 
system in St. Louis lab, 202 

Reliable Medical Credit Bureau: medi- 
cal collection agency, 872 

—* Inc.: acq. DCL Biomedical Inc., 

+] 

Roselawn Diagnostics: 
1180; Miami facil., 615 

Ross Laboratories: sponsors conf., 478 

Roussel Co.: steroid res. awd, 736, 862 

Milton Roy Co.: supply lines, 291; op- 
tion of 50% equity of Bran & Lubbe, 
Germany, 1380; agree to acq. Labora- 
tory Data Control, Inc., 1505 

Scherer Company: supply lines, 698; new 
Salt Lake City, Seattle divisions, 748 

Scherer Medical & Scientific Supplies: 
supply lines, 826; agree to acq. Rocky 
Mountain Surgical, 985 

Schering Corp.: supply lines, 429; sub- 
sidiary of Shering-Plough Corp., 482 

Schering Diagnostics: supply lines, 1185 

Schering Laboratories: supply lines, 23; 

SciChemCo: supply lines, 558 

Science Research Associates: 
grants, 1493 

Science Spectrum, Inc.: supply lines, 
1326; funds for expansion, 870 

Scientific Glass Apparatus: name chg. to 
SGA Scientific, Inc., 1380 

Scientific Instruments Div. (Beckman): 
new electrochemical dept., 1380 

Scientific Products: supply lines, 432; 
696; 938; 1053; 1185; 1456; new Seat- 
tle area facil., 342; offers continuing 
prod. shows, 610; mkt agrmt w/Telco 
Leasing, 1380 


supply lines, 


supply 


lines, 23; stock 


auto. 
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Scientific Specialties, Ltd: acq. Omega 
Scientific, 342 

G. D. Searle: stock report, 66; terminate 
merger agrmt w/Howmedica, 
748; forms Searle Diagnostic, 
1505 


Inc., 
Inc., 


Setco: construction loan, 615; merges w/ 
Hyatt Corp., 872 

Shandon Southern Instruments Ltd: 
acq. Shandon Scientific Co. Ltd, Eng- 
land, and Shandon Scientific Co., Inc., 
Pa., 70 

Sherwood Medical Industries: supply 
lines, 291; 429; 826; 1326; stock report, 
66 


Siemens Corp.: mfg equip. for Universal 
Medical Research, 482; agree to dis- 
tribute products for AMI Medical 
Equipment, 1505 

Smith Kline & French: govt contract for 
vac., 70 

Ivan Sorvall: supply lines, 696 

Special Projects Co.: chg. name to World 
Health Information Services, Inc., 1380 

Spectrum Laboratories: drug detection 
spec., 1505 

E. R. Squibb & Sons: acq. Edward Weck 
& Co., 615 

Stanbio Laboratory: lect. & wkshps, 1108 

Standard Scientific: supply lines, 429 

Stayne Medical: supply lines, 1180 

Steri-Kem: acq. Val-Nostics, 342 

St. John X-Ray Laboratory: Filmbadge 
Service Div. tran. to Nuclear Service 
Labs, 615 

Superior Plastics Co.: 
Cumberland, R.I., 1505 

Swift Instruments: supply lines, 1053 

Sybron Corp.: stock report, 66 

Techlease: supply lines, 1185: to mkt Ar- 
tek Systems Corp. prod., 1380 

Technicon: supply lines, 18; 288; 556; 
1050; stock report, 66; forms leasing 
co., 190; terminate negotiations w/ 
North American Biologicals, 192; sys- 
tems renamed, 202; mobile hemat. 
profiling labs, 612; acq. Lockheed 
comp. hospital info. business, 748; ab- 
stract papers, FASEB mtg, 884 

Technicon Industrial Systems: 
lines, 23 

Technicon International of Canada, Ltd: 
opens distrib. center, 1505 

Telco Leasing: supply lines, 556; 558; 
826; 1185; 1326; 1456; mkt agrmt w/ 
Scientific Products, 1380 

se Services: supply lines, 


move facil. to 


supply 


Terumo America: new Japanese subsid- 
iary to mkt prod. line in U.S., 870 
TFI Companies: ticker symbol changed 
to TFI, 482; hospital partnership, 1092 

Thermo Plastics, Ltd: newly formed, 
acq’d Injection Molding Div. of Crys- 
tal Thermoplastics, 1505 

Thermolyne: supply lines, 18; 291; acq. 
Auto-Stainer Co., 1092 

TLC Corp.: abstract papers, FASEB 
mtg, 884 

Toluca Industries: new co., 338 

Travenol Laboratories: consent decree, 
985 

TRW: heart readings, 478 

T & T Technology: propose to be acq’d 
by Hycel, 1092; acq. agrmt. w/Hycel 
terminated, 1505 

Ultrascan Co.: opens first analytical 
serv. lab, 1380 

Union Carbide: supply lines, 1456 

Uni-Tech Division, J. T. Baker: supply 
lines, 938; 1326; U.S. Patent, 342 

United Medical Laboratories: supply 
lines, 1050; decert., 444; FDA res. per- 
mit, 748; Medicare reg., 954; lic. ter- 
mination, 1072; cited for decert., 1198; 
drug test. contract, 1232; reinstate- 
ment, 1350 

United Medical Leasing: stock, leasing 


equip. exchange agrmt w/Medequip 
Corp., 615 

Upjohn: sc. exhibit, 98 

USV Pharmaceutical Corp. (Revlon, 
Inc.): Health Services Div. opens clin. 
lab, 70; acq. bldg facil. of Burroughs 
Wellcome, 192 

Vernitron Corp.: supply lines, 18; 938; 
financial negotiations, 342; files stock 
registration, 1380 

Vernitron Medical Products: 
Latin America, 1505 

Visual Data Corp.: merg. w/Packaging 
Components Industries, 1238 

Visualcraift: slides on lab safety, 1366 

VLN Corp.: Victoreen Instrument Div. 
U.S. sales rep. for International Light, 
Inc., 1380 

Volu-Sol Chemical & Mfg Co.: supply 
lines, 429 

VWR Scientific: supply lines, 696; 1330; 
new div. of VWR United Corp., 482 

Wallabs Inc.: cytology eval., 482 

— Laboratories: supply lines, 156; 

Warner-Chilcott Diagnostics Div., War- 
ner-Lambert (Canada) Ltd: supply 
lines, 831; 1050 

Warner-Lambert (Canada) Ltd: supply 
lines, 288 

Warner-Lambert Co:: 
stock report, 66 

Washington Reference Laboratory: drug 
test. contract, 1232 

Webb Scientific: supply lines, 558 

Wellcome Reagents: supply lines, 1326 

Welis Laboratories: supply lines, 1454 

Westinghouse Electric Corp.: comp. mon- 
itor sys., 358 

Westinghouse Health Systems: health 
care, 1196 

Williams & Wilkins Co.: federal suit, 346 

Wilson Labcratories: new headquarters, 
748 

Wilson Pharmaceutical & Chemical Co.: 
expands facil., 70 

Woodward Research Corp.: 
drug test., 1505 

Worthington Biochemical Corp.: supply 
lines, 831 


MEDICARE—MEDICAID 

MEDICARE: bill/supervis. chem. short., 
43; Medicare labs cert., 211; coverage, 
309; payments first 4 years, 330; 
charges, 346 

MEDICAID: regs against abuse, 594 


METHODOLOGY 

Abnorm. test results not due to medica- 
tion (Dr. Van Peenan III): 990 

Antibiotics suscept. test. (FDA-CDC): 
1104 

Antihemophilic factor extract. proc. (Dr. 
M. Wickerhauser): 992 

Auto. bact/detector (NASA-Johns 
Hopkins): 1246 

Auto. enzyme analyses: 1523 

Body fluid analysis, Oak Ridge molecu- 
lar anatomy pgm: 878-880 

Cancer: medullary diag., 98; diag. test 
(Dr. Chloe Tal), 1092 

Chol. test at birth: 625; chol. discharge 
from rats, 884 

Diag. cytol.: 492 

Digoxin toxicity: 492 

Drug detect. & typing: 358; 884; 990; 
1523 

Emergency bl. tests: 760 

Emergency room tox.: 952 

Fed. Water Qual. Admin., sewage plants 
analysis: 990 

Enterovirus test. with HEPES: 492 

Food pois. ¢etect.: 1246 

Freeze-etching, leuko. study (J. J. Kriz, 
MD): 490 


mktg in 


Pharmaceutical 


increases 


Fungal dis. by FA technic: 1108 
GeMSAEC: 878 
Haptoglobin typing: 1523 
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Hepatitis: proc., Hawaii, 69; lecture, 173; 
DBS lic., 295; Red Cross, 466; HAA 
lic., 481; CDC report, 625; control unit, 
N.Y., 621; virus isol., Australia, 621; 
child. immun., 754; 5 meth. test., 988; 
meth., 1448 

Interferon meas.: 1248 

‘omen ident. volatile agents: 


Karyotyping by comp.: 1108 

Lab mistakes analysis: 1523 

Lab tests evidence poison case: 760 

Lead pois. screen. pgms child. (Dr. Jesse 
Steinfeld), 992; new method, London 
Hosp., 1370; urin. dipstick test, 762 

Meningitis detect.: 1246 

Paternity bl. tests (Dr. Wiener): 714 

PBI more meaningful: 625 

PKU detect.: 1523 

Plasmapheresis, guidelines, data: 96 

Rabies test: 1248 

Rapid microbiol. meths: 214 

Red cell analysis: 884 

Reduced glutathione in RBC: 490 

Rickettsia vac.: 1248 

Rubella test bkIt, CDC: 756 

Sequent. chromat.: 492 

Sickle cell bl. test pgm, N.Y.C. Com- 
munity Coll.: 626 

Steriliz. (Gray process): 1108 

Strep test: 1246 

Syph. test.: 1248; CDC-VDRL serol. test 
profic., 1240; false-pos. FTA-ABS 
after smallpox vac., 1522 

TB test (SLAT): 1246; 1248 

Throat cult., office: 625 

Thyroid function test, Vancouver: 1379; 
Antithyroid drug meas. urine, 1523 

Triglyceride analyses: 1523 

Cord bl. test for atherosclerosis: 756 


MULTIPHASIC HEALTH TESTING 
see also PUBLICATIONS 

Auto health screen. wasteful (Dr. Hal- 
berstam): 606 

AMHT users form internat. org.: 609 

Evendale Personal Health Center (Dr. 
T. E. Brown): 985 

Health checkup, mobile labs, San Joa- 
quin: 320 

Health screen., dentists: 296 

Mcdel screen. center, Queens: 609 

Multiphas. health test.: 200; 202 

Multiphas. test. center, Cincinnati: 985 

Multiphas. health screen., Finland: 58 

Auto. screen. center, Montreal: 612 


NEW FILMS—CATALOGS 

AEC Career Films: 753 

General Chemistry Laboratory Tech- 
niques: 753 

Harnessing the Metabolism of the Mi- 
crobe: 753 

Identification of Enterobacteriaceae: 753 

Management of Chronic Renal Insuffi- 
ciency: 753 

Man-Made Isotopes: 1102 

Museum of the Solar System: 753 

Postpartum Hemorrhage: 1102 

Techniques of Blood Component Prepar- 
ation: 753 

Threshold: Research and Care of People: 


Structure, Reproduction, and 
Differentiation in V. Carteri (HK 9 & 
10): 1102 

Chemical Society Cassettes, 
siums, and Tapes: 753 

Film Guilde on Reproduction and De- 
velopment: 753 

Mast Learning System: 753 

Problems of Our Environment: 1102 

Story of Health: 753 


POINTS OF VIEW 
Points of View: 324; 725; 961 


PUBLIC RELATIONS 
Convention policies/exhibitors: 164 


Sympo- 
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PUBLICATIONS 

Accred. Bur. Med. Lab Schools manual & 
Guide Train. Clin. Lab Personnel: 992 

ANSI/comp. data proc. symbols: 880 

ACS—info. pgms: 348 

AMHT bib. by HEW: 606 

— Forces train. pgms, AHA bkIlt: 

7 

ASCB placement serv. broch.: 1376 

Basic sc. crisis report: 348 

Biomed. Eng., publ. (Davis Co,): 1101 

Biomed. Safety & Stds Newsletter: 870 

Career bklts (SEARCH): 874 

Career pamphlets, AHA: 476 

CDC directory for tech. courses: 750; list 
of test kits for clin. labs, 1078; rubella 
test bklt, 756 

Crit. Rev. Series to PTS partic.: 602 

Current bib. epidemiol. (APHA): 354 

—> med. groups bus, guide (D & B): 

3 

Dun & Bradstreet, DIAS (Dun’s indus. 
affil. serv.) merger info: 336 

Educ. opps, guide to clin. & pub. health 
wrkshps: 1102 

Estab. med. pract. pamphlet: 614 

Forensic microscopy: 1101 

Health Devices, pub. by Emergency Care 
Res, Inst.: 481; 1362 

Health hiring report, Govt: 296 

—— Maintenance Orgs, HEW broch.: 


6 

HEW Div. Allied Health Manpower 
health train. funds list: 204 

Interstate lab list: 1061 

ISA brochures: 328 

JCAH revised manual path. serv.: 154 

J. Phys. & Chem. Ref. Data (new): 1248 

Lab calcul. manual: 1519 

Lab equip. direct. & buyers’ guide (new, 
Brit.): 596 

Lab field curric. guides improved by 
funds: 1493 

Lab Fire Regs guide (Maj. Gen. J. 
Blumberg): 594 

Med. Group News on clin. owner: 614 

Med. Instr. Reports (new): 1388 

Multiphas. screen. & auto. health eval. 
pgms directory: 338 

NBS lit., royalty-free patents: 192 

Northern Lab News (new, Canad.,): 208 

Orders to Nat. Tech. Info. Serv.: 319 

Path. train. pgms directory: 1480 

Path. nomenclature (SNOP): 1196 

Proceed. Conf. Med. Info. Sys. papers: 
854 

Rec. keep, reqs under Occup. Safety & 
Health Act handbook: 1237 

Registry of Communication Res. (new): 
1066 

Res. in Nation’s Hosps (NIH pub.): 1248 

SNMT Tools for survival bib: 315 

Tissue Antigens (new, Danish): 468 

Total pregnancy estrogens book (S. W. 
Smith): 98 

Trans., N. Y. Acad. Sc. modernizes: 756 

Underutilization of woman bklt: 1216 

Unit workload values, Canad.: 1218 


QUALITY CONTROL—PROFICIENCY 

TESTING 

QC voluntary Hawaii labs: 573 

Profic. test.: new lab law, Ariz., 476; 
Puerto Rico Dept. Health, 728 

Profic. test.: for clin. lab workers, 1066; 
conf. at CDC, 1077; 1356; Intersoc. 
Comm. Health Lab Serv., 1480 

State labs/profic. test. in syph. serol., 
CDC, appr.: 1240 





7 Coming Next Month 
ANNUAL 
LABSTRACTS 











RESEARCH — DISEASES 

Cancer: cell growth stim. aids CA 
studies, 219; AEC res., 760; res. NIH 
(Dr. Lederberg), 1240; CA vac., 1248 

Cardiovasc. med./aerospace tech., Stan- 
ford U.: 1240 

Cholera: shot ineffect., 491; vibrio para- 
hemolyt. (Japan), 490 

Coronavirus link to respir. dis.: 762 

Defense-of-life AMA exhibit: 98 

Element 105, hahnium, at UC Berkeley: 


92 

Enzymes: fight RNA virus, 988; multi- 
unit enzyme struct., Purdue U., 96 

Genetics: birth defects by chemicals, 92; 
genet. bl. group study, 486; genet. 
code, polymeric mats, 481; XYY chro- 
mosomes, 625 

Gonococcal resist.: 1246 

HL-A sys. appl. (Dr. J. Dausset): 1110 

Hypoglycin in unripe fruit: 219 

Infant mortality: 1097 

Infectious mono.: 490; 884 

Lab-acq. infect. list: 1108 

Laser leukocyte study: 1242 

Lipoprotein data, NIH res.: 1519 

Lymphocyte separation: 884 

Magnetocardiogram: 478 

— use in U.S., N.Y. Acad. Se.: 

98 


Med. res. govt funded: 614 

Mud vs pesticides: 1248 

Nat. Center for Tox. Res., Pine Bluff 
Arsenal: 990 

Spleen, site of red cell destruct., (U. 
Toronto): 219 

Tb infection warn. (Brit.) Dept. Health 
& Soc. Sec.: 735 

National Registry for Tissue Reactions 
to Chemicals, Ottawa: 98 

Transcendental meditation: 884 

Transpl.: antigens isolated, Scripps 
Clinic, 626; bone marrow, 626 

Typhoid in lab workers, Baltimore: 219 

Wilson’s disease: 884 


SAFETY 
see also PUBLICATIONS 

Chem. lab safety transparencies, Visual- 
craft: 1366 

Hazardous med. devices, 
Care Res. Inst.: 1362 

Long hair, lab fire hazard: 1519 


SALARIES 

Chem. sal. gain, survey: 1196 

Sal. diff., lab director or tech: 320 

Salary ranges, CAMLT: 574; beginning 
chemists, 574; techs, 574 

Statisticians highest paid: 1102 


STANDARDS 
see also PUBLICATIONS 
Antibio. suscept. test. ref. stds: 1104 
APHA stds publ.: 1490 
——— of Stds Committee of World: 
BioInstrument. Council, SI units: 592 
Guide to Biomed. Stds: 1091 
Hosp. lab stds: 294 
Metric sys. adoption: 492 
NBS publ. unit sys. policy: 486 
N.Y. profic. stds, drug abuse assays 
(Dr. Helpern): 296 
Stds & Practices of Instr., ISA: 358 
Brit. Stds Inst., glass, equip. stds: 468 


UNIONS 

Collective bargain. for techs: 1077 

Hosp. union.: 320; opposed, 592 

NLRB/Kaiser Permanente techs, 319; 
CAMLT gets bargaining rights: 602 

AIC against union.: 47 

N.Y. hosps vs unions: 459 


MISCELLANEOUS 

—_— flight schedule Europ. cong.: 

Black Man’s Volunteer Army of Lib. 
United Moorish Republic (anti-drug 
abuse): 456 


Emergency 
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